HISTORIC   LONG   ISLAND  3; 

First  Presbyterian  "Old  Whalers"  Church,  built  in  | 

1844,  Sag  Harbor,   Long   Island,  N.  Y.    Because  of  p 

its    architecture    and    history,    this    church    is    one  5 

of  Long  Island's  famous  landmarks.  ~ 
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